Message 

From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 1/3/2011 8:17:40 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; rsimpkiss@ureach.com 

CC: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Pocsik Mark [mpocsik@facil.umass.edu] 

Subject: Morrill DPH data 

Bob, 

Do you have time tomorrow to take a brief walk through Jim's space he needs a few additional jacks...4 I 
believe. If not tomorrow please let me know what day you will be on campus and we can do it then. 

Also I emailed Eric about the staff on the 4 th floor not having server / internet connectivity and asked if there 
was anything I could do. No word back from Eric yet. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(C)^^m 

(F) 413-545-3684 
slobik@facil.umass.edu 
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